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in mind that the method neither pretends, nor is required, to be
strictly accurate, and,  therefore, any convenient dimension not

differing much from - may be used at the discretion of a discerning

t f

designer. The conditions in actual practice are so many and so
variable that it is doubtful whether a rigid investigation could be
made, and more doubtful still whether' the rules obtained from
such an investigation, even if successfully made, would be properly
applicable to any two actual buildings erected from the same

ill